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British Iron and Steel Federation, in the use of secret fixings whereby no
fastenings show on the exposed face.

Among the many other types of external covering of which space does
net allow description, one method deserves mention ; in this case
flat asbestos sheets with a very finely corrugated outside surface are
attached to the framework by cover strips at each module joint, the cover
strip being fixed from the inside and no holes or fastenings piercing the
asbestos sheet.

82. Methods of attaching internal wail linings to steel framework.